HEADQUARTERS 

LOUISIANA WING, CIVIL AIR PATROL 

AUXILIARY OF THE UNITED STATES AIR FORCE 
1723 MASONIC TEMPLE BUILDING 
NEW ORLEANS, LOUISIANA 


1* CAPReguiation 35-5, para 4, dtd. 29 Nov. 57 concerns the rein- 
statement of former CAP members and reads a£ follows: 

2. "A CAP member may he reappointed to any grade not higher than the 
last grade previously held in GAP if the following conditions axe met; 

1, He has not been inactive ( a non-member) for more than two 
years immediately prior to the membership year in which he rejoined the 
GAPj and, 

* - 2* There is a vacancy for his grade in accordance with para 3a 

if anofficer grade is involved; and, 

3. He is considered qualified and recommended for the grade by 

his unit and wing consuander. (Recc emendation is not mandatory). 

FOB T tEE COMMANDER: 


24 October 1959 


SUBJECT; Reinstatement of previous Members 


TO; 


Lt. Colonel Joseph G. Ehrlicher, CAP 

Deputy Commander 

1723 Masonic Temple Bldg. 

New Orleans 12, La. 



James T. McCarley 

Major, CAP 

Deputy for Personnel 


